RUIN   OF   AN   ESKIMO   HOUSK

It is seen from the back looking towatds the entrance.    The roof has collapsed and disappeared,  only  the!
leinaiii.    This was found in Kangerdlugssuak, in the now uninhabited part of East Greenland
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